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The 30th January , 1973 
No. 331-2PW (2 )-73 /2718. - In exercise of the powers conferred by sub -rule (b ) (i) of rule 5 of the 
Punjab State Electricity Board , Rules, 1959, and all other powers enabling him in this behalf, the 
Governor of Haryana is pleased to fix with effect from 15th November, 1972 , the remuneration of Shri 
A. Sagar, Technical Member, Haryana State Electricity Board , as nnder : 

(i) Basic pay Rs 2,375.00 per mensem in the scale of Rs 2,250—125—2,500-125/2—2,750 . 
( ii) Special pay Rs 250 per mensem . 
(ii) House rent allowance and Dearness Allowance , if any, as admissible to the employees of 

the Haryana State Electricity Board . 
The 31st January, 1973 

appoint with immediate effect Shri B. D. Sharma 

Circle Head Draftsman , Haryana State Electricity Board 
No. 452-2PW (2 )-73/3301. - In continuation of as Member on the State Electricity Consultative Coun 
Haryana Government Notification No. 10431-2PW cil upto 19th January , 1974 , to represent the interest of 
(2 )-11/1726 , dated the 20th January, 1972, and in Labour employed in the Electric Supply Industries, in 
exercise of the powers conferred by section 16 of the place of Shri K.K. Sharma, Line Superintendent, 
Electricity (Supply ) Act, 1948 (Central Act 54 of 1948) Haryana State Electricity Board . 
read with rule 10 of the Punjab State Electricity Board 
Rules, 1959, the Governor of Haryana is pleased to 

P. P. CAPRIHAN , 

Commissioner and Socy . 
PUBLIC WORKS DEPARTMENT 


PUBLIC HEALTH BRANCH 

The 30th January , 1973 
No. 823 -PWIII(I)-73 /3199.- The following officers of the Public Works Department, Public Health 
Branch have passed the Departmental Professional Examination held in November , 1972 : 

1. Shri Faqir Chand Aggarwal, Sub -Divisional Engineer . 
2. Shri Jagdish Chander Nangia , 

Ditto 
3. Shri Vinod Kumar, 

Ditto 
4. Shri V. K.Kaushal , 

Ditto 
5. Shri Roshan Lal Talwar, 

Ditto 
6. Shri Udevir Singh , 

Ditto 
7. Shri S. C. Virmani, 

Ditto 
8. Shri Suresh Kumar Mehtani, 

Ditto 
9. Shri Satish Chander Malik , 

Ditto 


L. C. GUPTA , 


Commissioner and Secy . 


CHIEF ENGINEER , HARYANA , P.W.D., PUBLIC HEALTH BRANCH , 

CHANDIGARH 


The 25th January , 1973 
No. 28-71/ 1704 -PH /EII. - On acceptanc : ofhis resignation , Shri R. S. Gupta , Sub -Divisional 
Engineer working on ad hoc basis handed over the charge of th : Drainage Public Health Sub -Division , No. 2 , 
Faridabai, with effect from 27th December, 1972 (afternoon ) and Shri Y.P. Mitur , Sub -Divisional Engincer, 
Drainage Public Health Sub -Division No.4 , Faridabai took over the charge of the said Sub -Division , in 
addition to his own duties. 


J. L. SETHI, 


Chief Engineer, Haryajı, 
P.W.D., Public Health Branch , Chandigarh . 


